ETag: "1ad21344f45f59e2a0045a58410bad91"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 1782
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.6
x-archive-meta-case-cause: 28:1332 Diversity-Personal Injury
x-archive-meta-case-name: Engles v. Sherman Hospital
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: ilnd
x-archive-meta-docket-num: 1:12-cv-00070
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-nature-of-suit: P.I.: Other
x-archive-meta-pacer-case-num: 264116
x-archive-queue-derive: 0
x-upload-date: 2012-02-04T09:04:44.000Z
